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SERVICE MANUAL 


COMPACT DISC STEREO SYSTEM 


• BASIC TAPE MECHANISM : TN-708C-128R 

• BASIC CD MECHANISM : KSM-620AAA 


SYSTEM 

RECEIVER 

CD/ 

CASSETTE 

SPEAKER 

XR-M88 

RX-LM88 

FD-LM88 

SX-LM200 


This Service manual contains information about correction on Service manual of 
XR-M88<U(S)>(S/M Code No. 09-996-333-3R1). 








Model No. FD-LM88 
MECHANICAL PARTS LIST 1/1 


TRUE 


ref.no part no. kanri description 

NO. 

3 8Z-CL1-087-010 BOX,CD U 

4 8Z-CL1-086-010 CABI,T0P FD U 


FALSE 


ref.no paring, kanri description 

NO. 

3 8Z-CL1-086-010 CABI,TOP FD U 

4 8Z-CL1-087-010 BOX,CD U 
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